GRACE  EPISCOPAL  CHURCH,  Yorktown,  Virginia.  Origi-- 
nally  built  about  1697.  During  the  Siege  of  Yorktown 
in  1781  the  church  was  used  os  a  powder  magazine  by 
the  British. 
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